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SUBJECT: PRESS TREATMENT OF SCALI TESTIMONY 

SUMMARY. MOST PANAMANIAN MORNING DAILIES AND SOME RADIO STATIONS 
PROMINENTLY FEATURE STORIES ON SCALI TESTIMONY. EDITORIAL 
REACTION YET TO COME. END SUMMARY. 

1. MAJOR MORNING NEWSPAPERS IN PANAMA FRONT PAGE WIRE SERVICE 
(AP, UPI, EFE) STORIES ON SCALI TESTIMONY BEFORE HOUSE SUB- 
COMMITTEES. FEATURED IN ALL STORIES IS SCALI ASSESSMENT THAT 
SOVIETS, CHINESE, AND YOGOSLAVS INFLUENCED PANAMA TO MAINTAIN 
HARD LINE AND FORCE U. S . TO VETO. 

2. STORIES ALSO FEATURE RECORD OF TACK' S " ONE HUNDRED EIGHTY 
DEGREE TURN" IN NEGOTIATIONS WITH U. S. ON THE DRAFT RESOLUTION 
AND SCALE S DESCRIPTION OF " THE INCIDENT IN WHICH HE RECEIVED 

A MESSAGE FROM A PANAMANIAN NATIONAL GUARD COLONEL SHORTLY 
BEFORE THE VOTE ON THE SC RESOLUTION." 

3. A PROMINENT POINT IN UPI STORY FRONT PAGED BY GOVERNMENT- 
CONTROLLED MATUTINO IS SCALI QUOTE " I BELIEVE THE RESULT OF THE 
MEETING IS THAT THE UN HAS MADE MORE DIFFICULT OUR BILATERAL 
RELATIONS WITH PANAMA, POSSIBLY TO THE POINT OF CAUSING A REVERSE 
IN THOSE RELATIONS." 
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4. WIRE SERVICE MATERIAL ON SCALI TESTIMONY BROADCAST ON SEVERAL 
LOCAL RADIO STATIONS MORNING APRIL 4. RADIO IMPACTO ( INDEPENDENT, 
HIHGLY NATIONALISTIC) SAW SCALI TESTIMONY AS EVIDENCE OF WHY 
LATIN AMERICAN SHOULD PROCEED TO PROTECT ITS INTERESTS OUTSIDE THE 
FRAMEWORK OF U. S DOMINATED OAS. 

5. COMMENT: WITH TORRIIOS CONTINUING HIS CONSULTATIONS IN THE 
PROVINCES AND TACK PREPARING TO DEPART APRIL 5 FOR THE OAS/ GA 
REPORTEDLY TAKING WITH HIM PROPOSALS FOR THE REORGANIZATION OF 
THE OAS, STORIES ON SCALI TESTIMONY WILL PROVIDE MATERIAL FOR 
EDITORIAL COMMENT WHICH WE WILL REPORT AS IT APPEARS. 

SAYRE 
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